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PHASE  I  REPORT 
NATIONAL  DAM  SAFETY  PROGRAM 


Name  of  Dam:  Blackberry  Hay  Farm  Dam 

State  Located :  Missouri 

County  Located:  Jasper  County 

Stream:  Pond  Creek 

Date  of  Inspection :  20  June  1979 


Blackberry  Hay  Farm  Dam  was  inspected  by  an  interdisci¬ 
plinary  team  of  engineers  from  Anderson  Engineering,  Inc.  of 
Springfield,  Missouri  and  Hanson  Engineers,  Inc.  of  Spring- 
field,  Illinois.  The  purpose  of  the  inspection  was  to  make 
an  assessment  of  the  general  condition  of  the  dam  with  re¬ 
spect  to  safety,  based  upon  available  data  and  visual  in¬ 
spection,  in  order  to  determine  if  the  dam  poses  hazards  to 
human  life  or  property. 

The  guidelines  used  in  the  assessment  were  furnished  by 
the  Department  of  the  Army,  Office  of  the  Chief  of  Engi¬ 
neers,  and  they  have  been  developed  with  the  help  of  several 
Federal  and  State  agencies,  professional  engineering  organi¬ 
zations,  and  private  engineers.  Based  on  these  guidelines, 
the  St.  Louis  District,  Corps  of  Engineers  has  determined 
that  this  dam  is  in  the  high  hazard  potential  classifica¬ 
tion,  which  means  that  loss  of  life  and  appreciable  property 
loss  could  occur  if  the  dam  fails.  The  estimated  damage 
zone  extends  approximately  3.5  miles  downstream  of  the  dam. 
Located  within  this  zone  are  5  dwellings.  The  dam  is  in  the 
intermediate  size  classification  since  the  maximum  storage 
capacity  is  greater  than  1000  acre-feet  but  less  than  50,000 
acre-feet. 

Our  inspection  and  evaluation  indicates  that  the  com¬ 
bined  spillways  do  not  meet  the  criteria  set  forth  in  the 
guidelines  for  a  dam  having  the  above  size  and  hazard  poten¬ 
tial.  The  combined  spillways  will  pass  6  0  percent  of  the 
Probable  Maximum  Flood  without  overtopping .  The  Probable 
Maximum  Flood  is  defined  as  the  flood  discharge  that  may  be 
expected  from  the  most  severe  combination  of  critical  meteo- 
ro logic  and  hydrologic  conditions  that  are  reasonably  pos¬ 
sible  in  the  region.  The  guidelines  require  chat  a  dam  of 
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intermediate  size  with  a  high  downstream  hazard  potential 
pass  the  PMF.  The  100-year  frequency  flood  will  not  overtop 
the  dam.  The  100-year  flood  is  one  that  has  a  1  percent 
chance  of  bei ng  exceeded  in  any  given  year • 

The  embankment  appeared  to  be  generally  in  fair  condi¬ 
tion.  Deficiencies  visually  observed  by  the  inspection  team 
were:  (1)  Serious  wave  erosion  on  the  front  face  of  the  em¬ 
bankment;  (2)  Surface  erosion  on  crest  and  downstream  face 
in  center  portion  of  dam;  (3)  Some  trees  and  brush  on  down¬ 
stream  face;  (4)  Standing  water  at  toe  of  dam  near  center 
and  in  primary  spillway  channel;  (5)  seepage  on  downstream 
face  along  west  finger  of  embankment;  (6)  heavy  grass  and 
brush  in  primary  spillway  channel;  and  (7 )  lack  of  protec¬ 
tion  of  downstream  toe  from  emergency  spillway  releases. 

Another  deficiency  was  the  lack  of  seepage  and  stability 
analysis  records . 

It  is  recommended  that  the  owners  take  the  necessary 
action  in  the  near  future  to  correct  the  deficiencies  re¬ 
ported  herein.  A  detailed  discussion  of  these  deficiencies 
is  included  in  the  following  report . 


— -  -V  i.)y)  U*- 

John  ijl.  Healy,  P.E^ 
Hanso/i  Engineers  ,  Inc . 
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SECTION  1  -  PROJECT  INFORMATION 


1.1  GENERAL! 

A.  Authority; 

The  National  Dam  Inspection  Act,  Public  Law  92-367, 
authorized  the  Secretary  of  the  Army,  through  the  Corps  of 
Engineers,  to  initiate  a  program  of  safety  inspection  of 
dams  throughout  the  United  States.  Pursuant  to  the  above, 
the  St.  Louis  District,  Corps  of  Engineers,  District  Engi¬ 
neer  directed  that  a  safety  inspection  be  made  of  Blackberry 
Hay  Farm  Dam  in  Jasper  County,  Missouri. 

B.  Purpose  of  Inspection; 

The  purpose  of  the  inspection  was  to  make  an  assessment 
of  the  general  condition  of  the  dam  with  respect  to  safety, 
based  upon  available  data  and  a  visual  inspection  in  order 
to  determine  if  the  dam  poses  hazards  to  human  life  or  prop¬ 
erty. 

C.  Evaluation  Criteria; 

Criteria  used  to  evaluate  the  dam  were  furnished  by  the 
Department  of  the  Army,  Office  of  the  Chief  Engineers,  "Rec¬ 
ommended  Guidelines  for  Safety  Inspection  of  Dams,  Appendix 

D."  These  guidelines  were  developed  with  the  help  of  several 
federal  agencies  and  many  state  agencies,  professional  engi¬ 
neering  organizations,  and  private  engineers. 

1.2  DESCRIPTION  OF  PROJECT; 

A.  Description  of  Dam  and  Appurtenances; 

Blackberry  Hay  Farm  Dam  is  an  earth  fill  structure  ap¬ 
proximately  20  ft.  high  and  2900  ft.  long  at  the  crest.  The 
appurtenant  works  consist  of  earth  lined  overflow  spillways 
in  the  north  and  west  abutments.  Two  8  inch  diameter  steel 
pipes  are  provided  at  Stas.  15+00  and  17+00  to  drain  the 
lake.  Sheet  3  of  Appendix  A  shows  a  plan,  profile  and  typi¬ 
cal  section  of  the  embankment. 

B.  Location: 

The  dam  is  located  in  the  northwest  corner  of  Jasper 
County,  Missouri  on  Pond  Creek.  The  dam  and  lake  are  within 
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the  Pittsburg,  Kansas-Missouri  15  minute  quadrangle  sheet 
(Section  30,  T30N,  R33W  -  latitude  37® 19.26*;  longitude  94 
35.84*) .  Sheet  2  of  Appendix  A  shows  the  general  vicinity. 
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C.  Size  Classification; 

With  an  embankment  height  of  20  ft.  and  a  maximum  stor¬ 
age  capacity  of  approximately  1400  acre-ft.,  the  dam  is  in 

the  intermediate  size  category. 

D.  Hazard  Classification: 

The  St.  Louis  District,  Corps  of  Engineers  has  classi¬ 
fied  this  dam  as  a  high  hazard  dam.  The  estimated  damage 
zone  extends  approximately  3.5  miles  downstream  of  ti*  ?  dam. 
Located  within  this  zone  are  5  dwellings. 

E .  Ownership; 

The  dam  is  owned  by  William  F.  Lethone,  Trustee.  The 

owner*s  address  is  P.  0.  Box  1296,  Joplin,  Missouri  64801. 

F.  Purpose  of  the  Dam; 

The  dam  was  constructed  primarily  for  duck  hunting, 

however  it  is  now  used  primarily  for  irrigation  purposes. 

G.  Design  and  Construction  History; 

The  dam  was  built  in  the  1940 *s.  The  dam  was  expanded 
in  the  middle  1960*s  which  resulted  in  raising  the  water 
level  of  the  lake  approximately  4  feet.  In  1977  restoration 
work  was  completed  on  the  embankment  and  the  primary  spill¬ 
way  size  was  increased.  The  information  was  obtained  from 
Mr .  Edward  H.  Landreth ,  P.  0.  Box  123,  Joplin,  Mo . ,  64801, 
who  is  also  part  owner  of  the  farm.  Mr.  Landreth  also  indi¬ 
cated  that  the  material  for  the  dam  was  taken  from  the  lake 
area  •  Mr .  Red  Fox  of  Parsons ,  Kansas ,  was  the  contractor 
and  the  fill  was  placed  with  scrappers  and  sheepsfoot  rol¬ 
lers.  No  riprap  was  used  on  the  upstream  face.  No  plans  or 
design  information  is  available.  A  topographic  survey  of 
the  dam  and  lake  area  was  performed  by  Stewart  Engineering 
Co.,  Inc.,  of  Joplin,  Mo.,  in  1965.  A  copy  of  the  topo  is 
included  as  Sheet  4  of  Appendix  A. 

H.  Normal  Operational  Procedures: 

All  flows  are  passed  by  an  earth  lined  primary  spillway 
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in  the  north  abutment  and  an  earth  lined  emergency  spillway 
in  the  west  abutment  which  would  come  into  operation  for  ma¬ 
jor  storms.  Mr.  Edward  H.  Landreth  indicated  that  the  maxi¬ 
mum  flow  over  the  primary  spillway  has  been  approximately  6 
inches . 

1.3  PERTINENT  DATA; 

Pertinent  data  about  the  dam,  appurtenant  works,  and 
reservoir  are  presented  in  the  following  paragraphs.  Sheet 
3  of  Appendix  A  presents  a  plan,  profile  and  typical  section 
of  the  embankment. 


A.  Drainage  Area; 

The  drainage  area  for  this  dam,  as  obtained  from  the 
U.S.G.S.  quad  sheet,  is  approximately  1680  acres. 

B.  Discharge  at  Dam  Site; 

(1)  All  discharge  at  the  dam  site  is  through  uncontrolled 
spillways. 

(2)  Estimated  Total  Spillway  Capacity  at  Maximum  Pool  (Top 

of  Dam  -  El.  111.5):  7235  cfs 

(3)  Estimated  Capacity  of  Primary  Spillway:  5052  cfs 

(4)  Estimated  Experienced  Maximum  Flood  at  Dam  Site:  140  cfs 

(5)  Diversion  Tunnel  Low  Pool  Outlet  at  Pool  Elevation: 

Not  Applicable 


(6)  Diversion  Tunnel  Outlet  at  Pool  Elevation:  Not  Appli¬ 
cable 


(7)  Gated  Spillway  Capacity  at  Pool  Elevation:  Not  Appli¬ 
cable 


(8)  Gated  Spillway  Capacity  at  Maximum  Pool  Elevation:  Not 
Applicable 

C.  Elevations: 


(1)  Top  of  Dam:  111.5  Feet  (Ave.);  112.6  Feet  (High  Point) 

(2)  Principal  Spillway  Crest:  107.0  Feet 
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(3)  Emergency  Spillway  Crest;  109.0  Feet 

(4)  Principal  Outlet  Pipe  Invert:  None 

(5)  Streambed  at  Centerline  of  Dam:  92.5  Feet 

(6)  Pool  on  Date  of  Inspection:  106 .72  Feet 

(7)  Maximum  Tailwater:  Unknown 

(8)  Upstream  Portal  Invert  Diversion  Tunnel:  Not  Applicable 

(9)  Downstream  Portal  Invert  Diversion  Tunnel:  Not  Appli¬ 
cable 

D.  Reservoir  Lengths; 

(1)  At  Top  of  Dam;  1.1  Miles 

(2)  At  Principal  Spillway  Crest:  1.0  Miles 


(3) 

At 

Ee 

Emergency  Spillway  Crest: 

Storage  Capacities: 

1.05  Miles 

(1) 

At 

Principal  Spillway  Crest: 

640 

Acre-Feet 

(2) 

At 

Top  of  Dam:  1405  Acre-Feet 

(3) 

At 

Emergency  Spillway  Crest: 

980 

Acre-Feet 

F, 

Reservoir  Surface  Areas: 

(1) 

At 

Principal  Spillway  Crest: 

160 

Acres 

(2) 

At 

Top  of  Dam:  180  Acres 

(3) 

At 

Emergency  Spillway  Crest: 

169 

Acres 

G. 

Dam: 

(1) 

Type:  Earth  Fill 

(2) 

Length  at  Crest:  2900  Feet 

(3) 

Height:  20  Feet 

(4) 

Top 

Width:  Varies  from  8  Feet  to 

16  Feet 
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(5)  Side  Slopes:  Upstream  0.98H:IV  to  3.9H:IV;  Downstream 
3H:  IV 

(6)  Zoning:  None  (Homogeneous) 

(7)  Impervious  Core:  None 

(8)  Cutoff:  Unknown 

(9)  Grout  Curtain:  None 

H,  Diversion  and  Regulating  Tunnel: 

(1)  Type:  None 

(2 )  Length :  Not  Applicable 

(3)  Closure:  Not  Applicable 

(4)  Access:  Not  Applicable 

(5)  Regulating  Facilities:  Not  Applicable 


I ,  Spillway: 

1.1  Principal  Spillway; 

(1)  Location:  North  Abutment 

(2)  Type:  Grass  covered  channel  (trapezoidal) 

1 . 2  Emergency  Spillway; 

(1)  Location:  West  Abutment 

(2)  Type:  Grass  covered  channel  (trapezoidal) 

J,  Regulating  Outlets: 

Two  8  inch  diameter  steel  pipes  are  located  under  the 
dam  for  draining  the  lake.  One  pipe  is  located  at  Sta ,  15+00 
and  one  is  located  at  Sta.  17+00.  The  valves  for  both  pipes 
are  gate  valves  and  they  are  located  at  the  downstream  toe 
of  the  dam.  The  west  valve  (Sta.  17+00)  was  leaking  slightly 
and  the  east  valve  was  submerged.  A  12  inch  irrigation  pipe 
is  located  near  the  emergency  spillway  at  the  west  end  of 
the  dam.  This  pipe  is  used  when  irrigation  water  is  needed. 
An  auxiliary  pump  is  brought  to  this  area  and  water  is 
pumped  from  the  lake  into  this  pipe. 
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SECTION  2  -  ENGINEERING  DATA 


2,1  DESIGN; 

No  engineering  data  exists  for  this  dam.  No  construc¬ 
tion  inspection  records  or  documented  maintenance  and  opera¬ 
tion  data  exist  to  our  knowledge. 

A.  Surveys: 

A  topographic  survey  was  performed  on  the  lake  and  dam 
area  in  1965  by  Stewart  Engineering  Co. ,  Inc. ,  of  Joplin, 
Mo.  A  copy  of  this  survey  is  included  as  Sheet  4  of  Appen¬ 
dix  A.  The  top  of  the  8  inch  drain  pipe  outlet  at  Sta.  17+00 
was  used  as  datum  for  our  site  survey  (Elev.  100.00). 

B.  Geology  and  Subsurface  Materials; 

The  site  is  located  in  the  Western  Plains  geologic  re¬ 
gion  of  Missouri.  The  Western  Plains  region  is  characterized 
topographically  by  being  level  to  gently  undulating  with 
wide  imperceptibly  rising  floodplains.  The  sedimentary  rock 
layers  exposed  in  the  Ozarks  region  dip  downward  away  from 
the  Ozarks  region  and  the  higher  and  younger  sedimentary  de¬ 
posits  become  the  surface  ledges  in  southwest  Missouri.  Gen¬ 
erally  the  soils  in  the  Western  Plains  region  are  residual 
from  limestone,  shale  and  sandstone  with  some  loess  cover  in 
some  areas.  Acid  micaceous  Pennsylvanian  shales  and  cherty 
Mississippian  limestone  formed  the  parent  material  for  the 
soils  found  in  the  area  of  the  Blackberry  Hay  Farm  Dam. 

Soils  in  the  area  of  the  dam  appear  to  be  primarily 
silts,  clayey  silts  and  silty  clays  with  some  chert  frag¬ 
ments.  The  soils  are  of  the  Parsons  and  Cherokee  soil  ser¬ 
ies.  The  loessial  thickness  map  (Sheet  2  of  Appendix  B)  in¬ 
dicates  that  some  areas  of  this  region  may  have  between  2.5 
and  5.0  feet  of  loess  cover. 

The  "Geologic  Map  of  Missouri"  indicates  that  the  near¬ 
est  known  fault  runs  in  a  northeast-southwesterly  direction 
approximately  20  miles  south  of  the  dam  site.  The  Missouri 
Geological  Survey  has  indicated  that  the  faults  in  this  area 
are  generally  considered  to  be  inactive  and  have  been  for 
several  hundred  million  years.  The  publication  "Caves  of 
Missouri"  indicates  there  are  two  caves  in  Jasper  County, 
however  they  are  locationed  several  miles  south  of  the  dam. 
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Foundation  and  Embankment  Design; 


No  design  computations  are  available-  The  source  of 
material  for  the  embankment  was  from  the  lake  area.  Our 
site  inspection  indicates  that  these  materials  are  primarily 
residual  silts,  cherty  silts  and  silty  clays.  No  internal 
drainage  features  are  known  to  exist  nor  did  these  appear  to 
be  any  particular  zoning  of  the  embankment-  No  construction 
inspection  records  are  available . 

D.  Hydrology  and  Hydraulics; 

No  hydrologic  or  hydraulic  design  data  were  obtained. 
Our  analyses  of  the  PMF  are  presented  in  Appendix  C.  These 
analyses  were  based  on  our  field  survey  and  observations , 
and  estimates  of  areas  and  volumes  from  the  U.S.G.S.  quad 
sheet.  It  was  concluded  that  the  structure  will  pass  60 
percent  of  the  Probable  Maximum  Flood  without  overtopping. 
The  100-year  frequency  flood  will  not  overtop  the  dam. 

E .  Structure: 


The  only  appurtenant  structures  are  the  two  8  inch 
diameter  steel  drawdown  pipes  with  the  gate  valves  at  the 
downstream  end  and  a  12  inch  irrigation  pipe  at  the  west  end 
of  the  dam.  Mr.  Edward  H.  Landreth  indicated  that  the  west 
drawdown  pipe  (Sta.  17+00)  was  installed  when  the  embankment 
was  enlarged  in  the  middle  1960*s. 

2.2  CONSTRUCTION: 


No  construction  inspection  data  have  been  obtained. 

2.3  OPERATION: 

There  are  no  operating  records  to  our  knowledge.  Mr. 
Edward  H.  Landreth  said  that  erosion  damage  to  the  embank¬ 
ment  was  repaired  and  the  primary  spillway  size  was  in¬ 
creased  in  1977.  The  dam  is  apparently  cleared  every  few 
years  however  there  were  a  few  areas  of  tree  and  brush  on 
the  embankment . 

2.4  EVALUATION: 

A.  Availability: 

The  engineering  data  available  are  listed  in  Section 


2.1. 


B,  Adequacy: 

The  engineering  data  available  were  inadequate  to  make 
a  detailed  assessment  of  the  design,  construction,  and  oper¬ 
ation.  Seepage  and  stability  analyses  comparable  to  the  re¬ 
quirements  of  the  ’•Recommended  Guidelines  for  Safety  Inspec¬ 
tion  of  Dams"  were  not  available,  which  is  considered  a  de¬ 
ficiency*  These  seepage  and  stability  analyses  should  be 
performed  for  appropriate  loading  conditions  (including 
earthquake  loads)  and  made  a  matter  of  record. 

C.  Validity; 

No  valid  engineering  data  on  the  design  or  construction 
of  the  embankment  are  available  to  our  knowledge . 
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SECTION  3  -  VISUAL  INSPECTION 


3.1  FINDINGS: 


A.  General: 


The  field  inspection  was  made  on  20  June  1979.  The  in¬ 
spection  team  consisted  of  personnel  from  Anderson  Engineer¬ 
ing,  Inc.  of  Springfield,  Missouri  and  Hanson  Engineers, 
Inc.  of  Springfield,  Illinois.  The  team  members  were: 

John  M.  Healy-Hanson  Engineers,  Inc.  (Geotechnical  Engineer) 
Gene  Wertepny  -  Hanson  Engineers,  Inc.  (Hydraulics  Engineer) 
Steven  L.  Brady  -  Anderson  Engineering,  Inc.  (Civil  Engineer) 
Tom  Beckley  -  Anderson  Engineering,  Inc.  (Civil  Engineer) 

John  Renner  -  Anderson  Engineering,  Inc.  (Civil  Engineer) 

B.  Dam: 

The  embankment  appears  to  have  been  built  on  a  curve 
which  is  concave  downstream.  The  crest  of  the  dam  has  vari¬ 
ations  of  up  to  3  feet  in  height.  No  evidence  was  seen  of 
settlement,  sinkholes,  slides,  or  other  vertical  movement  of 
the  embankment.  The  west  and  north  fingers  of  the  dam  are 
covered  with  grass.  The  middle  of  the  embankment  has  very 
little  grass  cover  and  has  seriously  eroded.  This  appears 
to  be  the  main  area  of  restoration  that  took  place  in  1977 
(between  Stas.  12+50  and  18+00).  Some  surface  cracking  has 
occurred  on  the  crest  although  this  cracking  does  not  appear 
to  be  serious.  The  width  of  the  cracks  vary  up  to  3/8  inch 
wide  and  3  feet  long.  The  cracks  appear  to  be  caused  by 
shrinkage  of  the  surface  layer  of  soil.  Shallow  auger  probes 
into  the  embankment  indicated  the  embankment  to  consist  of 
silty  soils  on  the  west  fingers  of  the  embankment  with  clay¬ 
ey  silts  and  silty  clays  with  chert  fragments  on  the  center 
portion  and  north  finger.  The  front  face  of  the  embankment 
has  suffered  serious  wave  erosion.  The  north  finger  of  the 
embankment  had  the  most  erosion  (see  photo  No.7).  No  riprap 
was  apparently  used  on  the  front  face  of  the  embankment . 
There  were  a  few  areas  of  trees  and  brush.  These  primarily 
were  on  the  downstream  face  near  the  center  of  the  dam.  No 
animal  burrows  were  noted,  although  some  could  exist  in  the 
areas  of  heavy  brush,  which  could  not  be  detected. 

A  seepage  area  was  noted  along  the  downstream  face  near 
the  toe  near  Sta.  18+00.  The  seepage  area  was  approximately 
20  feet  wide.  A  slow  oozing  of  water  was  occurring  over  the 


general  area.  The  quantity  of  water  flowing  from  the  seep¬ 
age  area  was  small  and  not  able  to  be  measured •  The  wa te r 
was  clear  and  no  boils  were  noted  (see  photo  No. 24).  Con¬ 
siderable  water  was  ponded  at  the  toe  and  on  the  floodplain 
below  the  center  of  the  dam.  Also  a  wet  area  existed  in  the 
primary  spillway  channel.  These  areas  appear  to  be  due  to 
poor  drainage.  It  is  also  possible  that  some  leakage  could 
be  occurring  under  the  dam  in  the  area  of  the  old  streambed 
especially  in  the  case  of  the  ponded  water  at  the  toe  of  tne 
dam. 


No  instrumentation  (monuments ,  piezometers ,  etc . )  was 
observed . 


C .  Appurtenant  Structures: 

C.l  Primary  Spillway; 

The  primary  spillway  consists  of  a  grass  lined  channel 
existing  at  the  north  abutment  and  running  along  the  north 
finger  or  east  side  of  the  embankment.  The  approach  to  the 
spillway  is  wide  and  open.  The  discharge  channel  is  flat 
and  wide  with  heavy  grass  and  some  brush.  An  earth  berm  be¬ 
ginning  at  Sta.  7+00  extends  southward  from  the  embankment 
to  keep  spillway  discharges  away  from  the  embankment. 

C.2  Emergency  Spillway  and  Outlet; 

The  emergency  spillway  is  in  the  west  abutment.  The 
spillway  is  wide  and  flat.  The  approach  to  the  spillway  is 
open.  Releases  from  the  emergency  spillway  will  run  along 
the  toe  of  the  west  embankment  possibly  causing  erosion  to 
occur . 


D.  Reservoir  Areas: 


The  slopes  adjacent  to  the  lake  are  generally  nearly 
level.  Some  slopes  may  approach  3%.  The  watershed  is  grass 
and  crop  land.  The  water  was  brown  colored  on  the  date  of 
inspection.  Some  siltation  has  probably  occurred  in  the 
lake » 

E .  Downstream  Channels: 


Some  trees  and  brush  exist  in  the  outlet  channel  as  the 
channel  approaches  the  road  that  borders  the  dam  on  the 
south . 
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3.2  EVALUATION: 


Severe  eroslonal  damage  exists  on  the  apsteam  face  of 
the  dam.  Erosion  protection  such  as  riprap  will  be  neces¬ 
sary.  The  erosional  damage  to  the  crest  and  downstream  face 
between  Stas.  12+50  and  18+00  is  serious  and  will  continue 
to  worsen  if  not  corrected.  Trees  and  brush  on  the  dam  and 
in  the  spillway  discharge  channels  should  be  cleared  on  an 
annual  basis.  All  suspected  areas  of  seepage  should  be  in¬ 
vestigated  by  an  engineer  experienced  in  the  design  and  con¬ 
struction  of  dams.  The  discharge  channel  of  the  emergency 
spillway  is  such  that  releases  from  the  spillway  could  erode 
the  downstream  toe  of  the  dam.  All  of  the  above  are  defi¬ 
ciencies  which  should  be  corrected. 

Because  the  valves  of  the  two  lake  drains  are  located 
on  the  downstream  side  of  the  dam,  the  full  head  of  water 
impounded  by  the  dam  is  acting  entirely  through  the  dam.  The 
area  around  the  lake  drain  outlets  should  be  periodically 
inspected  for  seepage  which  might  indicate  a  leak  or  rupture 
of  the  drain  pipes  which  could  eventually  initiate  a  piping 
failure  through  the  embankment. 

Photographs  of  the  dam,  appurtenant  structures,  and  the 
reservoir  are  presented  in  Appendix  D. 


SECTION  4  -  OPERATIONAL  PROCEDURES 


4.1  PROCEDURES; 

There  are  no  controlled  outlet  works  for  this  dam  ex¬ 
cept  for  the  two  8  inch  diameter  drawdown  pipes,  which  are 
apparently  used  very  infrequently.  The  spillways  are  un¬ 
controlled,  so  that  the  pool  is  normally  controlled  by  rain¬ 
fall,  runoff,  evaporation  and  use  of  the  water  for  irri¬ 
gation. 

4.2  MAINTENANCE  OF  DAM; 

Erosion  on  the  dam  was  repaired  in  1977.  The  dam  is 
apparently  cleared  every  few  years  however  there  were  a  few 
areas  of  trees  and  brush  on  the  embankment. 

4.3  MAINTENANCE  OF  OPERATING  FACILITIES; 

The  drawdown  facilities  appear  to  be  generally  in  good 
condition.  The  gate  valve  on  the  pipe  at  Sta.  17+00  was 
leaking.  It  is  not  known  whether  these  facilities  are  regu¬ 
larly  maintained. 

4.4  DESCRIPTION  OF  ANY  WARNING  SYSTEM  IN  EFFECT; 

The  inspection  team  is  unaware  of  any  existing  warning 
system  for  this  dam. 

4.5  EVALUATION; 

Vegetation  on  the  dam  should  be  cut  annually.  Erosional 
areas  should  be  corrected  and  maintained.  The  area  around 
the  drain  outlets  should  be  inspected  for  seepage  which 
might  indicate  a  leak  or  rupture  of  the  drain  pipes. 
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SECTION  5  -  HYDRAULIC/HYDROLQGIC 


5.1  EVALUATION  OF  FEATURES; 

A.  &  B.  Design  and  Experience  Data; 

The  hydraulic  and  hydrologic  analyses  were  based  on: 
(1)  a  field  check  of  spillway  dimensions  and  embankment  el¬ 
evations;  and  (2)  an  estimate  of  the  pool  and  drainage  areas 
from  the  U.S.G.S.  quad  sheet.  No  previous  hydraulic  or  hy¬ 
drologic  studies  were  obtained.  Our  hydrologic  and  hydrau¬ 
lic  analyses  using  U.S.  Army  Corps  of  Engineers  guidelines 
appear  in  Appendix  C. 

C.  Visual  Observations: 

The  outlet  channel  for  the  primary  spillway  has  con¬ 
siderable  heavy  grass  and  brush.  Also  considerable  trees 
and  brush  exist  in  the  downstream  channel  near  the  road 
along  the  south  side  of  the  dam. 

The  emergency  spillway  channel  is  beside  the  downstream 
toe  of  the  west  finger  of  the  embankment.  Some  erosion  of 
the  embankment  could  occur  if  the  spillway  is  used. 

There  is  no  knowledge  of  the  dam  ever  being  overtopped. 

D.  Overtopping  Potential; 

Based  on  the  hydrologic  and  hydraulic  analysis  pre¬ 
sented  in  Appendix  C,  the  spillways  will  pass  60  percent  of 
the  Probable  Maximum  Flood.  The  Probable  Maximum  Flood  is 
defined  as  the  flood  discharge  that  may  be  expected  from  the 
most  severe  combination  of  critical  meteorologic  and  hydro- 
logic  conditions  that  are  reasonably  possible  in  the  region. 
The  recommended  guidelines  from  the  Department  of  the  Army, 
Office  of  the  Chief  Engineers,  require  that  this  structure 
(intermediate  size  with  high  downstream  potential  pass  the 
PMF,  without  overtopping . 

The  routing  of  the  PMF  through  the  spillways  and  dam 
indicate  that  the  dam  will  be  overtopped  by  0.80  ft.  at  ele¬ 
vation  112.30.  The  duration  of  the  overtopping  will  be  1.92 
hours  and  the  maximum  outflow  will  be  16,374  cfs.  The  maxi¬ 
mum  discharge  capacity  of  the  combined  spillways  is  7235 
cfs.  Analysis  of  the  data  indicates  that  the  100-year  fre¬ 
quency  flood  will  not  overtop  the  dam.  Overtopping  of  this 


earthen  embankment  could  cause  very  rapid  and  disastrous 
erosion  and  qould  possibly  lead  to  failure  of  the  structure. 
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SECTION  6  -  STRUCTURAL  STABILITY 


6,1  EVALUATION  OF  STRUCTURAL  STABILITY; 

A.  Visual  Observations: 


Visual  observations  which  could  adversely  affect  the 
structural  stability  of  this  dam  are  discussed  in  Sections 
3, IB  and  3,2, 

B.  Design  and  Construction  Data: 

No  design  and  construction  data  for  the  foundation  and 
embankment  were  available.  Our  site  inspection  indicates 
that  the  materials  composing  the  dam  are  primarily  silts, 
silty  clays  and  clayey  silts  mixed  with  rock.  It  is  not 
known  whether  internal  drainage  features  were  incorporated. 
No  construction  inspection  records  are  available.  Seepage 
and  stability  analyses  comparable  to  the  requirements  of  the 
guidelines  were  not  available,  which  constitutes  a  deficien¬ 
cy  which  should  be  rectified. 

C .  Operating  Records; 

No  operating  records  have  been  obtained. 

D.  Post-Const ruction  Changes; 

In  the  middle  1960 ' s  the  embankment  was  enlarged  such 
that  it  raised  the  water  level  in  the  lake  approximately  4 
feet.  The  soil  for  the  work  came  from  an  area  of  the  lake 
that  is  now  under  water. 

E.  Seismic  Stability: 

The  structure  is  located  in  seismic  zone  1.  An  earth¬ 
quake  of  this  magnitude  would  not  generally  be  expected  to 
cause  severe  structural  damage  to  a  well  constructed  earth 
dam  of  this  size.  However,  it  is  recommended  that  the  pre¬ 
scribed  seismic  loading  for  this  zone  be  applied  in  stabil¬ 
ity  analyses  for  this  dam. 
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SECTION  7  -  ASSESSMENT/REMEDIAL  MEASURES 


7,1  DAM  ASSESSMENT; 

This  Phase  I  inspect ion  and  evaluation  should  not  be 
considered  as  being  comprehensive  since  the  scope  of  work 
contracted  for  is  far  less  detailed  than  would  be  required 
for  an  in-depth  evaluation  of  dams.  Latent  deficiencies ^ 
which  might  be  detected  by  a  totally  comprehensive  investi¬ 
gation,  could  exist. 


Safety: 


The  embankment  is  generally  in  fair  condition.  Several 
items  were  noted  during  the  visual  inspection  which  should 
be  corrected  or  controlled .  These  items  are:  (1)  serious 
wave  erosion  on  the  front  face  of  the  embankment;  (2)  sur¬ 
face  erosion  on  crest  and  downstream  face  in  center  portion 
of  dam;  (3)  some  trees  and  brush  on  downstream  face;  (4) 
standing  water  at  toe  of  dam  near  center  and  in  primary 
spillway  channel;  (5)  seepage  in  one  area  on  downstream  face 
along  west  finger  of  embankment;  (6)  heavy  grass  and  brush 
in  primary  spillway  channel;  and  (7)  protection  of  down¬ 
stream  toe  from  emergency  spillway  releases. 


The  dam  will  be  overtopped  by  flows  in  excess  of  60 
percent  of  the  Probable  Maximum  Flood .  Overtopping  of  this 
earthen  embankment  could  cause  very  rapid  and  disastrous 
erosion  and  could  possibly  lead  to  failure  of  the  structure. 


Adequacy  of  Information: 


The  conclusions  in  this  report  were  based  on  review  of 
the  information  listed  in  Section  2.1,  the  performance  his¬ 
tory  as  related  by  others,  and  visual  observation  of  exter¬ 
nal  conditions.  The  inspection  team  considers  that  these 
data  are  sufficient  to  support  the  conclusions  herein.  Seep¬ 
age  and  stability  analyses  comparable  to  the  "Recommended 
Guidelines  for  Safety  Inspection  of  Dams"  were  not  avail¬ 
able,  which  is  considered  a  deficiency. 


The  remedial  measures  recommended  in  paragraph  7,2 
should  be  accomplished  in  the  near  future.  If  the  defici¬ 
encies  listed  in  paragraph  A  are  not  corrected,  and  if  good 
maintenance  is  not  provided,  the  embankment  condition  will 
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continue  to  deteriorate.  Priority  should  be  given  to  re¬ 
pairing  and  increasing  the  size  of  the  spillways. 

D.  Necessity  for  Phase  II; 

Based  on  the  result  of  the  Phase  I  inspection ,  no  Phase 
II  inspection  is  recommended . 

E.  Seismic  Stability: 

The  structure  is  located  in  seismic  zone  1.  An  earth¬ 
quake  of  this  magnitude  would  not  generally  be  expected  to 
cause  severe  structural  damage  to  a  well  constructed  earth 
dam  of  this  size.  However ,  it  is  recommended  that  the  pre¬ 
scribed  seismic  loading  for  this  zone  be  applied  in  any  sta¬ 
bility  analyses  performed  for  this  dam. 

7 . 2  REMEDIAL  MEASURES ; 

The  following  remedial  measures  and  maintenance  pro¬ 
cedures  are  recommended .  All  remedial  measures  should  be 
performed  under  the  guidance  of  a  professional  engineer  ex¬ 
perienced  in  the  design  and  construction  of  dams. 

(1)  Spillway  size  and/or  height  of  dam  should  be  increased 
to  pass  the  PMF.  In  either  case,  the  spillway  should 
be  protected  to  prevent  erosion. 

(2)  Seepage  and  stability  analyses  comparable  to  the  re¬ 
quirements  of  the  recommended  guidelines  should  be  per¬ 
formed  by  an  engineer  experienced  in  the  design  and 
construction  of  dams . 

(3)  Brush  and  tree  growth  should  be  removed  from  the  dam. 
This  should  be  done  under  the  guidance  of  a  profes¬ 
sional  engineer  experienced  in  the  design  and  construc¬ 
tion  of  dams •  Indiscriminate  clearing  methods  could 
jeopardize  the  safety  of  the  dam. 

(4)  The  erosional  damage  of  the  front  face  of  the  embank¬ 
ment  should  be  corrected  and  maintained.  Reshaping 
and  placement  of  erosion  protection  will  be  necessary. 

(5)  The  surface  erosion  on  the  crest  and  downstream  face 
between  Stas.  12+50  and  18+00  should  be  corrected  and 
maintained • 

(6)  The  seepage  area  on  the  downstream  face  near  Sta.  18+ 
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00^  the  area  of  standing  water  at  the  center  toe  of 
dam,  and  the  primary  spillway  channel  should  be  evalu¬ 
ated  by  an  eng ineer  experienced  in  the  design  of  dams. 

(7)  The  heavy  grass  and  brush  in  the  primary  spillway  chan¬ 
nel  sho  uld  be  mowed  and  cleared . 

(8 )  It  would  appear  adv iseable  to  redirect  the  discharge 
channel  of  the  emergency  spillway  away  from  the  down¬ 
stream  toe  of  the  dam. 

(9)  A  detailed  inspection  of  the  dam  should  be  made  period¬ 
ically  by  an  engineer  experienced  in  the  design  and  con¬ 
struction  of  dams. 
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HYDRAULICS  AND  HYDROLOGIC  DATA 


Design  Data:  From  Field  Measurements  and  Computations 

Experience  Data;  No  records  are  available.  Mr.  Edward  H. 
Landreth  indicated  that  the  dam  has  not  been  overtopped. 
Considerable  erosion  has  taken  place  along  the  upstream 
slope  of  the  dam  due  to  wave  action.  The  dam  was  enlarged 
in  1964. 

Visual  Inspection;  At  the  time  of  inspection,  the  pool  level 
was  approximately  0.28  below  normal  pool. 

Overtopping  Potential;  Flood  routings  were  performed  to  de- 
termine  the  overtopping  potential.  The  watershed  and  the 
reservoir  surface  areas  were  obtained  by  a  planimeter-f rom 
the  U.S.G.S.  Pittsburg,  Kansas-Mi ssour i  15  minute  quadrangle 
map.  The  storage  volume  was  developed  from  this  data.  A  5 
minute  interval  unit  graph  was  developed  for  this  watershed, 
which  resulted  in  a  peak  inflow  of  1752  c.f.s.  and  a  time 
to  peak  of  45  minutes.  Application  of  the  probable  maximum 
precipitation  minus  losses  results  in  a  flood  hydrograph 
peak  inflow  of  17,285  c.f.s.  Rainfall  distribution  for  the 
24  hour  storm  was  according  to  EM  11102-1411. 

Based  on  our  analyses,  the  combined  spillways  will  pass 
60  percent  of  the  Probable  Maximum  Flood  (PMF) .  The  Prob¬ 
able  Maximum  Flood  is  defined  as  the  flood  discharge  that 
may  be  expected  from  the  most  severe  combination  of  critical 
meteorologic  and  hydrologic  conditions  that  are  reasonably 
possible  in  the  region.  The  recommended  guidelines  from  the 
Department  of  the  Army,  Office  of  the  Chief  of  Engineers, 
require  that  the  structure  (intermediate  size  with  high 
downstream  hazard  potential)  pass  the  PMF,  without  overtop¬ 
ping  . 


The  routing  of  the  PMF  through  the  spillway  and  dam  in¬ 
dicates  that  the  dam  will  be  overtopped  by  0.80  ft.  at  ele¬ 
vation  112.30.  The  duration  of  the  overtopping  will  be  1.92 
hours,  and  the  maximum  outflow  will  be  16,374  c.f.s.  The 
maximum  discharge  capacity  of  the  combined  spillways  is  7235 
c.f.s.  Analysis  of  the  data  indicates  that  the  100-year 
frequency  flood  will  not  overtop  the  dam.  The  computer  in¬ 
put,  output  and  hydrographs  for  the  PMF  are  presented  on 
Sheets  5,  6  and  7  of  Appendix  C. 


Sheet  2  Appendix  C 


OVERTOPPING  ANALYSIS  FOR  BLACKBERRY  HAY  FARM  DAM 
INPUT  PARAMETERS 

1.  Unit  Hydrograph  -  SCS  Dimensionless  -  Flood  Hydrograph 

Package  (HEC-1);  Dam  Safety  Version 
Was  Used. 

Hydraulic  Inputs  Are  as  Follows: 

a.  Twenty-four  Hour  Rainfall  of  26.7  Inches  for  200 
Square  Miles  -  All  Season  Envelope 

b.  Drainage  Area  =  1680  Acres;  =  2,63  Square  Miles 

c.  Travel  Time  of  Runoff  1.13  Hrs.;  Lag  Time  0 . 68 
Hrs . 

d.  Soil  Conservation  Service  Soil  Group  B 

e.  Soil  Conservation  Service  Runoff  Curve  No.  88 
(AMC  III) 

f.  Proportion  of  Drainage  Basin  Impervious  0,10 

2.  Spillways 

a.  Primary  Spillway:  Grass  Covered  Channel, 

Length:  140  Feet,  C  =  2,75 

b.  Emergency  Spillway:  Grass  Covered  Channel, 

Length  35  f t , ;  Side  Slopes  Variable;  C  =  2.75 

c.  Dam  Overflow 

Length  2900  Ft.;  Crest  Elev.  111.5;  C  =  3«Q 

3.  Spillway  and  Dam  Rating: 

Curve  Prepared  by  Hanson  Engineers.  Data  Provided  To 
Computer  on  y4  and  Y5  Cards.  ^  ^ 

Equations  used:  Spillway  Q  =  CLH 

3  38  5 

Note:  Time  of  Concentration  From  Equation  Tc  =  (11.9  L  ) * 

(H)  .  38  5 

California  Culvert  Practice,  California  Highways  and 
Public  Works,  Sept.  1942. 
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SUMMARY  OF  DAM  SAFETY  ANALYSIS 

1.  Unit  Hydrograph 

a.  Peak  -  1752  c.f.s. 

b.  Time  to  Peak  4_5  Min. 

2.  Flood  Routings  Were  Computed  by  the  Modified  Puls 
Method 

a.  Peak  Inflow 

50%  PMF  8642  c.f.s.;  100%  PMF  17,285  c.f.s. 

b.  Peak  Elevation 

50%  PMF  111.19;  100%  PMF  112.30 

c.  Portion  of  PMF  That  Will  Reach  Top  of  Dam 
60%;  Top  of  Dam  Elev.  Ill .5  Ft. 

3.  Computer  Input  and  Output  Data  are  shown  on  Sheets  5  & 
6  of  this  Appendix. 
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A  OUERTOPPINO  ANALYSIS  FOR  BLACK  BERRY  HAY  FARM  DAN  <  DAN  N  02  ) 

A  STATE  ID  NO.  20196  CO.  NO.  097  CO.  NANE  JASPER 

A  HANSON  ENGINEERS  INC.  DAN  SAFETY  INSPECTION  JOB  I  79311 
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P.M.F.  INPUT  DATA 
SHEET  5  APPENDIX  C 


«  A.  U> 

ac  «e 

I  KO  Ui 


•-«  M  Ui 
»—  3 
^  O  4C 


U.  LJ  tf> 
LaJ  IaI 
^  cn 


ca  1^  CD 
o 

1^  u  s 


'C  « 

r> 


mm  ^  rv 

CO  ^  fv  •« 

CM  •  ro  • 

rv  ro 


O  O  9^ 


M3  O  'O 


CM  ^..  ^  ^ 

^  -o  •-  CM 


O  O  ^ 


CM  ro  ro  ro 
^  lO  CM 


O  o 
A 


«  m  o 

fO 

cn  • 


^  eo  ^  ro 

—  rv,  <«  •— 

•  *^  • 

M>  Irt  ♦CM 

».  ro 


Oi  fM 

♦  o* 
ro  « 


CM  rv.  9^  CM 
mo  ro 


ro  rv^  — 


ro  ^ 
^9  •- 
•  CO 
CM  • 


«  o  •  • 
A  m  m  m 
■  O  OD 


cn 

cn 


UI 

9? 

cn 


tn 

Ui 

oe  o 

CJ  o 


>-  ^ 
«  o 


I  CM  >0  Ml 


lO  •  • 

CM  ro  ^  ro 


1^  Ui 

OQccnooooooo 

Aceooooooo 

Ui  ^  A  1  •  •  •  .  •  • 

Ci-iOOOOOOOO 
A-«  «  X 

^  u. 

9 
o 
u.  ^ 

OtkCnm»roinrs..ocM 

^xcMOArMHomo- 

UJAA******* 

XOOrMlS.*<OM>«9^'9 

i-i 

r-  X 
X 

X  9. 

o  o 

1-i^-cnooooor^.rM 
H*  xooooo«-o^ 

. . 

oeuioooooo<^«- 
A  A  X 
A  O 

XA 

AO  '♦CMCMMiroOO' 
X— i<n^ro^-«9in^rv 
i-4U.U.^OD^'<9«-9‘rO 
XK-CJ»-^rO^«9  —  ♦ 
«  A  —  ^ 

X  o 

*ui  ....... 

AC9^*OOCK9»AinO 
x^i^mromm^csm 
Mflc  t  ^o^cMro^m 
xou 
«  r-  X 
X  cn 

XX  _ 

AXXOOOOO^O 

X^AOOOOO^CD 

•-•a.  ••••••• 

XUiXOOOOOOO 
X  A  Ui 
X  » 

o 

X  » 

X»*4UiCM'9^0B9»^O 
A0^9»ro^*9»^ro 
XAUI***-*** 
A>«x  aOC^OO^^^CM 
xuicnoo^^*-^^ 
xcn  —  — 

X  Ui  9 
X 

e 

Mifcbkiooooomo 
^ex^-CMro^m^o 
X  . . . 


P.M.F.  OUTPUT  DATA 
SHEET  6  APPENDIX  C 
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BLACKBERRY  HAY  FARM 
JASPER  COUNTY  ,  MO. 


SH99t  J_  of  Appondix  £_ 


LIST  OF  PHOTOGRAPHS 


4 


( 


Photo  No. 
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4. 
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Aerial  Photo  Looking  North 

Aerial  Photo  Looking  Southeast 

Aerial  Photo  Looking  Northwest 

Aerial  Photo  Looking  Northeast 

Crest  of  Dam,  South  Side 

Front  Face  of  Dam 

Front  Face  of  Dam,  Note  Erosion 

Crest  of  Dam,  South  Side 

Crest  of  Dam,  Note  Surface  Cracks 

Crest  of  Dam,  South  Side,  Note  Erosion 

Downstream  Face  Showing  Erosion 

Downstream  Face  Showing  Erosion 

West  Drawdown  Pipe  Outlet 

East  Drawdown  Pipe  Outlet 

Downstream  Face,  South  Side 

Irrigation  Channel  at  West  End  of  Embankment 

West  End  of  Embankment 

Downstream  Channel 

Primary  Spillway  at  North  End 

Primary  Spillway  Entrance 

Primary  Spillway  Channel 

Primary  Spillway  Channel 

Primary  Spillway  Embankment 

Seepage  Area  Near  Sta.  18+00 
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